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than 1 yard above the floor. The cup is fastened on the hook of the 
plate and the lid by means of 2 pintles. Before the cup is used 
some water or other fluid preventing contagion should be poured into 
same. The cleaning is done thus : By drawing out the lower pintle 
the cup is unfastened from the wall and the contents thrown into the 
sewer or privy, whereafter the cup is rinsed with hot water and put 
back in its place. 

The hand cup is intended for the night stand and working table or 
the wall during daytime, and at night for the night stand. The con- 
struction of same is so that it can be fitted into a socket in either place. 
It is also intended for use in factories, schools, etc., and may be attached 
to the working table or desk of individuals suffering from cough, who 
can not continually leave their seats to use the wall cup without being 
disturbed in their work. The hand cup is put up thus : Two screws or 
nails are fastened at a sufficient height on the wall or edge of the 
respective working table or night stand. Application and cleaning 
similar with the wall cups. The neck of this cup is not in the middle, 
as on ordinary vessels, but behind. Through this arrangement the 
advantage is gained that the bedridden individual need not raise him- 
self up every time he expectorates, which generally increases the cough. 
Moreover, the contents of the cup flow away and do not show when 
conducted to the mouth. Other advantages of these cups are that same 
are manufactured of steel plate instead of glass and porcelain, and can 
be attached to the wall instead of standing loose on the tables. Thus 
they are always at hand in their fixed places. These cuspidors are 
manufactured by the Eskilstuna Stalplessningsbolag, at Eskilstuna, 
Sweden, and patented in that country. They are made of white sheet 
iron, enameled plate, and nickle plate, as well as aluminum, and in 
several sizes. Through the courtesy of Dr. von Post I am in possession 
of 2 samples of these cuspidors, which I forward by parcels post. 

The second model of the wall cup is as yet not obtainable, but should 
one be desired later on I will be pleased to procure same. 

These models of cuspidors have won the approval of all Sweden, and 
there are reasons to believe that same will be adopted at all sanatoriums 
and also public institutions as well as in private homes, etc. 

Victor E. Nelson, 

United States Consul. 

Hon. Secretary of State. 

NOVA SCOTIA. 

Inspection of immigrants at Halifax and St. John. 

Halifax, Nova Scotia, March 8, 1902. 
Sir : I have the honor to report that for the week ended March 8, 
1902, there were inspected 2,360 immigrants; passed, 2,341; detained, 
19, * * * 

During the week ended March 8, 1902, there was inspected at the 
port of St. John, New Brunswick, 1 immigrant ; passed, none ; detained, 
1, * * * 

Bespectfully, Victor G. Heiser, 

Assistant Surgeon, U. S. M. H. S. 
The Surgeon- General, 

U. S. Marine- Hospital Service. 



